

CLASSIFICATION 




1 


Approved For RfJgW¥^0||ffgaiG|^^gf^457R003ft6P^1^3 


INFORMATION REPORT 

CONFIDENTIAL 


COUNTRY Poland 
SUBJECT naval Inform tion from tho Gdynia Area 


CD NO. 


25X1 

I &, 

lk6 


25X1 

DATE DISTR. 29 Jtfti 49 
NO. OF PAGES 2 


25X1 


PLACE 

ACQUIRED 

DATE OF INF 


NO. OF ENCLS. 

(LISTED BELOW) 


SUPPLEMENT TO 25X1 

REPORT NO. 



25X1 * SOURCE 


1* Conbat Units of the Polish ifcw in tho Gdynia Area 
a* Cne destroyers Blyskaulea 
b* Three submarines: Rye, 2bilr, Sep 

c. Fourteen ninosvoopet 

1} Threo of pre-imr Polieh construction* Czapla, I Iowa f Zurov 

2) Three of U.S* origin 

3) Eight of Soviet origin 

d. Iline fast patrol boats of Soviet origin 


2 « in 


Unit Designation 

t Strength 

Station 


E&b 


Total 


Itorine Cadre 

813 

37 

850 

Ustka 

Naval Specialists’ 
School 

536 

14 

600 

Ustka 

Submarine Division 

154 

16 

170 

Gdynia 3 

' I line sweep Flotillas 

245 

V 

55 

300 

n 

I 

Fast Patrol Boat 
Division 

i 

1 98 

22 

120 

'« 

Comand Boats 

53 

7 

60 

n 

Guard Company 

145 

! 5 

150 

ti 


ULMbbU-ICAIION 


C ONFID 


rMTI A I 


25X1 


STATE | 

[x 

WAVY 

x\ 

1 NSRB 


DISTRIBUTION 

n 


ARMY j 


AIR 


j FBI 


| | " | 

u - 

ij 


This document ?3 hereby regraded to 
CONFIDENTIAL. In accordance with the 
fetter of 16 October 1978 from the 
Director of Central Intelligence to the 
Archivist of the United States* 

Next Review 


ved For Release 2003/08/11 : CIA-Rd 



25X1 








Approved For Release 20' 


ouranuu. 


0457R00300026001 0-3 


SBOKEE^ 


CENTRAL nJTELLIGEJCE AGS2ICI 
- 2 - 


25X1 

25X1 


Unit Oesi/mation 

Strength 



IM 

Officers 

Total 


Ifeval Cocmnications 
Service 

287 

13 

300 

Gdynia 3 

Havol Engineers 

369 

31 

400 

tl 

Coast Artillery 

Division 

356 

42 

400 

Orlowo 

IJarol Officers* 

187 

IS 

205 

Gdynia 3 

School 


• 



IJunitions Depot 

24 

3 

17 

Babid63y 


CONFIDENTIAL 


25X1 


Approved For Release 2003/08/11 : CIA-RDP82-00457R003000260010-3 





